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21 December 1959 


SUBJECT* ECP LAC-36 and LAC-16-1 

it 

- P ^ 

TOt Contracting Officer 

<r 

Reference is made to your letter, DPD-7 9gO~ 59 dated 
23 November 1959* Change Proposal LAC-36 was approved by the 
WSPO on 4 December 1959* 


With regard to Change Proposal LAC-16-1, this ECP is being 
disapproved thi s date by sepa rate correspondence. In this regard, 

that our anticipated new procurement 
be without this modification. 


we have advised 
of MK III Hand Controls will 
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